ETag: "05d4879feafe16a2d424631de24f3a02"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 95026
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.5
x-archive-meta-assigned-to: Judge Donald C. Nugent
x-archive-meta-case-cause: 28:1441 Petition for Removal- Breach of Contract
x-archive-meta-case-name: Parma Community General Hospital v. Premier Anesthesia of Parma et al
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: ohnd
x-archive-meta-date-case-filed: 2009-02-11
x-archive-meta-date-case-terminated: 2011-08-16
x-archive-meta-docket-num: 1:09-cv-00325
x-archive-meta-jurisdiction: Diversity
x-archive-meta-jury-demand: Plaintiff
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: 190 Contract: Other
x-archive-meta-pacer-case-num: 156898
x-archive-queue-derive: 0
x-upload-date: 2011-09-19T19:22:30.000Z
